Notice No.8 


Rules and Regulations for the 
Classification of Special Service Craft 


July 2017 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: June 2018 


: IACS/IMO implementation 
Amendments to Effective date (if applicable) 


Part 1, Chapter 2, Section 3 1 July 2018 N/A 


| 2 Lloyd's Working together 
Register for a safer world 


Part 1, Chapter 2 
Classification Regulations 


r Section 3 
Character of classification and class notations 


3.12 Descriptive notes 


3.12.8 Hybrid Power. Assigned to ships with a hybrid power generation system comprising a combination of two or more 
different energy sources where all elements of the power generation, storage and transmission systems are designed, constructed, 
arranged, installed and tested in accordance with the applicable LR Rules and Regulations. 
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